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Kinstry, having been so seriously wounded in the attack by the
fleet upon Port Hudson, was sent to the hospital at New Orleans.
The steam sloop Mississippi having been destroyed in the same
action, her commanding officer, Captain Melancthon Smith, and
her executive officer, Lieutenant (now admiral) George Dewey,
were ordered to the Monongalula. The writer was then trans-
ferred to the sloop Eiclimond* toward the latter part of March.
Prom this time until Port Hudson surrendered, on July 9th,
there occurred twenty or more engagements between the vessels
of the fleet and batteries in which the writer participated. The
plan decided upon was to harass the enemy day and night. With
General Banks's army encircling them on the land side, and with
the Navy in possession of the river above and below the forts,
the siege was varied by brilliant assaults by both Army and
Navy. It became a question of endurance and of supplies for
those within the doomed fortifications. Both opponents con-
tinued, often with stubborn courage, in the struggles for mas-
tery of the place, and in the years to come the deeds of valor
exhibited on both sides around those historic works will thrill
the hearts of American readers. It was only when the forces
within were decimated and ragged, their ammunition almost ex-
hausted and their rations reduced to mule meat., that the noble
fellows surrendered. The courage displayed on both sides should
be a priceless heritage of honor to American youth for all time.

* Officers of the Richmond:
Commander, James Alden.
Lieut. Edward Terry, Ex. Officer.
Lieut. W. S. Schley, Navigator.
Acting Vol. Lieut. F. S. Hill, Watch

Officer.
Acting Master Chas. I. Gibbs, Watch

Officer,
Acting Master C. W. Wilson, Watch

Officer.
Acting Ensign R. P. Swan, Watch

Officer.
Acting Ensign B. W. Haskins, Watch

Officer.

Surgeon, A. A. Henderson.
Asst. Surgeon, John D. Murphy.
Chief Eng., John W. Moore.

1st Asst. Eng., Eben Hoyt.
3d Asst. Eng., A. W. Morley.
3d Asst. Eng., G. W. W. Dove.
3d Asst. Eng., J. D. Ford.
3d Asst. Eng., R. B. Plotts.
3d Asst. Eng., "C. E. Emery,
3d Asst. Eng., Robert Weir.
Paymaster, Edwin Stewart.
Captain, Alan Ramsay, U. S. M. C.
Boatswain, Isaac Choate.
Gunner, Jas. Thayer.
Carpenter, Hiram Dixon.
Sailmaker, H. T. Stocker.
Master's Mate, W. R. Cox.
Master's Mate, J. R. Ho well
Master's Mate, T. S. Russell.